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Some Kids as Young as 6 Months Got 
Double Dose of Moderna’s COVID Vaccine, 
FDA Admits 


The U.S. Food and Drug Administration said it “has become aware that some healthcare providers 
may not recognize that the single dose vial of Moderna COVID-19 Vaccine (2023-2024 Formula) 
for use in individuals 6 months through 11 years of age contains notably more than 0.25 mL of the 
vaccine.” 


By Angelo DePalma, Ph.D. 
John-Michael Dumais 


Miss a day, miss a lot. Subscribe to The Defender's Top News of the Day. It's free. 


Young children may be getting double the authorized dose of Moderna’s COVID-19 vaccine — a 
mistake that could have serious consequences, medical professionals told The Defender. 


According to a Nov. 1 U.S. Food and Drug Administration (FDA) advisory, the agency “has 
become aware that some healthcare providers may not recognize that the single dose vial of 
Moderna COVID-19 Vaccine (2023-2024 Formula) for use in individuals 6 months through 11 
years of age contains notably more than 0.25 mL [milliliters] of the vaccine.” 


The FDA said some healthcare providers “may be withdrawing the entire contents of the vial to 
administer to an individual.” Adults receive a dose of 0.50 mL. 


The FDA did not elaborate on how it came by the information on dosing errors. However, 
according to the advisory, the agency had “not identified any safety risks associated with 
administration of the higher dose in individuals 6 months through 11 years of age” and “no 
serious adverse events were identified related to a dosing error for the vaccine.” 


Dr. Elizabeth Mumper, a pediatrician and president and CEO of The Rimland Center for 
Integrative Medicine, told The Defender she had concerns about the mistaken doses. 


Mumper said a child who receives more than the recommended amount “will have more 
exposure to synthetic modified RNA, lipid nanoparticles and potentially DNA plasmid 
contamination.” 

Even with the appropriate dose, Mumper said, there is no guarantee that the baby or child will 
make the “just right” amount of spike protein to induce just the right amount of immune 
response. 


“| worry about over-producing the spike protein and getting side effects,” Mumper said. 
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Dr. Renata Moon, also a pediatrician, told The Defender: 


“The only appropriate dose of this mRNA shot for children is no dose. Children shouldn't be 
injected with it at all. We have an avalanche of highly concerning data regarding the risks of 
this product. 


“Experienced, frontline physicians are being censored, silenced and threatened for 
speaking out. Our nation’s children deserve better.” 


RFK Jr. and Brian Hooker’s 
New Book: “Vax-Unvax” 


LET THE 
SolENCE SPEAK 


Vaccine packaging unclear 


The Moderna product is packaged in four main formats: a 0.25-milliliter pediatric single-dose 
vial, a 0.50-milliliter adult dose vial, a 0.50-milliliter prefilled syringe and a 2.5-milliliter vial 
containing five adult doses (primary or booster). 


Vaccinators are instructed to draw no more than one dose from single-use vials and not to 
combine the leftovers from one vial with those from another to create a larger dose. 


Mumper said she called the Moderna helpline, as the package insert and FDA documents do not 
indicate the amount of vaccine in the vials. She said Moderna told her, “There is overfill to assure 
sufficient volume, but there is no quantity listed.” 


“Hopefully, nurses are conscientious about following the directions to only give 0.25 mL,” 
Mumper said. “Administration errors vary depending on the setting or experience of the nurse 
or medical assistant.” 


The advisory instructed healthcare providers, parents and caregivers with questions to email the 
agency's Center for Biologics Evaluation and Research at ocod@fda.hhs.gov. 
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“The Wuhan Cover-Up” 
by Robert F. Kennedy Jr. 


ORDER NOW 


‘Not like you ordered too many tablecloths or something’ 


There can be administration errors when new vaccines are rolled out, Mumper said, especially 
given the different protocols for Moderna and Pfizer vaccines, and different colored labels. 


“Mistakes would be expected to occur less often if each office is only using one product. | am 
worried about administration errors during the learning curve,” she said. 


With the Vaccine Adverse Event Reporting System, or VAERS — which captures less than 2% of 
harms — previously bogged down in reports of post-vaccine injuries and deaths, and with the 
Centers for Disease Control and Prevention’s discontinuation of the V-safe COVID-19 vaccine 
harm surveillance program, it is unclear how news of uneventful dosing errors would have 
reached regulators. 


On Nov. 2, a Morrisville, North Carolina, TV station reported that a 5-year-old girl who received 
an adult dose of the Moderna vaccine experienced a high fever for 12 hours after receiving the 
shot. The mother learned of the error through a call from her pediatrician’s office. 


She told station WRAL, “I understand human error, but this is not like you ordered too many 
tablecloths or something ... You injected something into my child that you can’t get out now.” 


Overdosing is not a new problem for COVID-19 shots. According to a 2021 news report, soon 
after the FDA authorized the immunizations for young children authorities removed at least two 
Virginia pharmacies from state and federal COVID-19 vaccination programs after they gave 5- to 
11-year-olds the dose recommended for kids 12 and older. 


Your support helps fund 
this work, and CHD’s 
related advocacy, 
education and scientific 
research. 


DONATE NOW 
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Kids are not just ‘little adults’ 


The FDA has warned that drugs are often given to children without adequate testing or 
consideration of the differences in how their bodies process them. 


Children may clear drugs faster or slower than adults, resulting in overdoses or clinically 
irrelevant doses which on the surface may appear reasonable based on simple weight 
conversions. 


Many drugs used in pediatrics are prescribed and administered “off-label,” meaning the 
products were not approved specifically for children — usually because pediatric studies were 
never done. This results in “many adverse reactions not observed in adults,” according to one 
study. 


Pediatric drug dosing is loosely based on a child’s weight vs. that of a normal-sized adult, but 
simple calculations cannot account for physiologic and metabolic differences between kids and 
grownups. For purposes of drug dosing, children are not just “little adults.” 


The FDA issued Emergency Use Authorization for COVID-19 vaccines for children ages 5-11 in 
October 2021, based on a study of 4,700 subjects lasting “months.” No formal, long-term safety 
tests were conducted. 


The Moderna and Pfizer vaccines for children 6 months to 11 years were authorized on June 17, 
2022, after just two months of safety monitoring following the second dose in approximately 
2,700 subjects ages 6 months to 11 years. Pfizer's trial included a total of 2,970 subjects through 
age 4, but only 1,000 were monitored for safety for two months following the third dose. 


Before COVID-19, a vaccine development program typically lasted 10-15 years. 


A 2022 study linked the Pfizer and Moderna mRNA COVID-19 vaccines to 1 serious adverse event 
for every 800 vaccinated, a thousandfold higher than the 1 to 2 serious events per million 
claimed for other vaccines. 


The authors of the study said they asked the FDA to issue warnings based on their analysis but 
no such advisories were issued. 


In 2022, Denmark became the first country to halt its COVID-19 vaccination program. Currently, 
Denmark only recommends vaccination for people 65 and older and certain at-risk populations. 


Sweden also stopped recommending the shots for young people, and in March, the World 
Health Organization (WHO) finally acknowledged that youth are at very low risk from the disease 
and may not need a shot. 


However, fact-checkers were quick to point out that the WHO did not recommend against shots 


for children, while they continued pushing the shots and promising the unvaccinated and 
unboosted yet another “winter of illness and death.” 
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SUGGEST A CORRECTION 


Angelo DePalma, Ph.D. 
Angelo DePalma, Ph.D., is a science reporter/editor for The Defender. 


John-Michael Dumais 

John-Michael Dumais is a news editor for The Defender. He has been a writer and 
community organizer on a variety of issues, including the death penalty, war, 
health freedom and all things related to the COVID-19 pandemic. 


Sign up for free news and updates from Children’s Health Defense. CHD focuses on legal 
strategies to defend the health of our children and obtain justice for those injured. We can't do it 
without your support 
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8 days ago 

"the agency had “not identified any safety risks associated with administration of the higher dose 
in individuals 6 months through 11 years of age” What a collection of buffoons. But | do agree with 
the last statement : “no serious adverse events were identified related to a dosing error for the 
vaccine.” | had a zero dose and have not identified any serious adverse events ;) ! 


12 0 Reply ° Share> 
G luvthmgators = M 
8 days ago 
=> 


It’s all fun and games until it’s your child killed by this poison. 


10 0 Reply ° Share> 


GarySummers ~/luvthmgators — 
8 days ago 


#3:40 MM Mark Coming For The Children! 'Sharing Is Caring' 


"Tricia Lindsay most powerful speech of this year already!" 


5 0 Reply e Share> 
© msueh œ GarySummers — P 
8 days ago 
<> 


What a Lady! And why am | the only to listen & vote? Thank-you so much for 
sharing this video; it certainly didn't seem as long as the stated time. Ms. 


l indeav ie dafinitaly ana I want an mv cida whan tha anina nate rainahar Cha 
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Ey: iw MS Pee hy Vili I YV GUIIL WII III J VIHO VV? LIIS yvniy ywrv Leh Ibe dS wiin 
knows her stuff. 
t 


3 0 Reply ° Share> 


Ricky Ricardo = 
8 days ago 


Another one | didn't want to waste my time reading... 


“has become aware that some healthcare providers may not recognize that 

the single dose vial of Moderna COVID-19 Vaccine (2023-2024 Formula) for 

use in individuals 6 months through 11 years of age contains notably 

more than 0.25 mL of the vaccine.” 

Aren't these "Healthcare Providers" supposed to be "intelligent". Do nurses not go to nursing school 
to learn about the various drugs and "vaccines" and how to properly administer them. Are they not 
instructed to ALWAYS check and double check the dosage and other vital information that relates 
to the patient? Somewhere along the way, this civilization got turned upside down and inside out! 


8 0 Reply ° Share> 
a Kim from Brooklyn > Ricky Ricardo — F 
7 days ago 
ES“ 
Didn't they hire outside help during this time? | wonder who was in charge of that...! 
2 0 Reply ° Share> 

Ricky Ricardo > Kim from Brooklyn — M 
7 days ago 


Pharmacists are becoming the new "medical doctors". It wouldn't surprise me a 
bit if we start to see drive-through injections at hotels and restaurants! Soon, 
there will be nothing left of this society. There is an article in the local online 
paper today saying that international students in Ontario, are hitting up all the 
food banks for food; and they're running out. Thanks TURDeau! 


1 0 Reply e Share> 


© Barry Burton — N 
8 days ago edited 
<=> 


| now have 5 people that were friends or associates who have had one to three Covid Jabs and are 
now dead; Including one who was my Cardiologist. All were healthy active individuals between the 
ages of 43 to 61 years old. 
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WHY is there no investigation of these "Sting Type Murderous Deaths"? What makes it even MORE 
SUSPICIOUS is everybody is not allowed to discuss or have AUTOPSY Investigations. 

Another thing that is extremely odd is , Covid-19 is Patented. Yet something Naturally occurring 
CANNOT be Patented. This means, it had to be man made. If not man made then the Patent is 


VOID!. 
6 0 Reply ° Share> 
= Kim from Brooklyn œ Barry Burton — h 
7 days ago 
C “* 
Bingo. If there is no discussion permitted? There is your answer. 
4 0 Reply ° Share> 
> Kim from Brooklyn œ Kim from Brooklyn — h 
7 days ago 
ep 7 
It's more a matter of what is not spoken, then what is. Words can manipulate 
...trust your gut. 
4 o Reply ° Share> 
© kathy > Barry Burton — P 
4 days ago 
ae 07 
Have their family members made a connection to the jabs? 
0 0 Reply ° Share> 
Seaside — PF 
7 days ago 


INTENTIONAL harm done to humans by the USA's FDA, medical community!!!! Pure EVIL!!! 


3 o Reply ° Share> 
Eddie Smith > Seaside — P 
3 days ago 


Follow the money. 


0 0 Reply ° Share> 


LinUK — - 
8 days ago 


Apart from the fact that no one should be being injected with any of this stuff, how is there a 


"laarnina curve"? 
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seemed en oes 
If every nurse doing the job was told to measure the dose they draw out of the vial, it wouldn't 
happen. It's not rocket science. 


2 0 Reply ° Share> 


Rob DF > LinUK — P 
7 daysago edited 


Come on this is hard stuff, they don't do much math in the medical world (look at the 
curriculum)! .25 ml is a kiddie dose, .50 ml is an adult dose and 2.5 ml is the value bulk 
pack (from Costco). Think about that BTW, a 20 Ib. (or so) 6 month old gets .25 ml while 
an obese 300 Ib. adult gets 0.50 ml. Imagine if they had to do a (proper) weight based 


calculation!!! 
1 0 Reply e Share> 
© Kim from Brooklyn > LinUK — M 
7 days ago 
qa sas 
Do you believe nurses weren't told to measure the dose? This is the first time | am hearing 
this. Wow. 
1 0 Reply e Share> 
Bearwallow — PFP 
8 days ago 


Inexcusable. Sickening 


2 0 Reply e Share> 


CastleConnell — 
8 days ago 
‘no serious adverse events were identified... YET! 


2 0 Reply e Share> 


Ricky Ricardo > CastleConnell — F 

8 days ago 

My first thought is: So that makes it okay? | remember a time when this sort of thing was 
called "Negligence and Incompetence". 


8 0 Reply e Share> 


CastleConnell > Ricky Ricardo — h 
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8 days ago 
right 
4 0 Reply ° Share> 


= BraveNewWhirled — e 
7 daysago edited 
> 


You don't want "Dr." Mumper treating your child. "Learning curve" she says. How nice of her to say 
it's OK to train inexperienced care providers on our children. The mother who is mad about her 5- 
year old getting too much poison just drives me bonkers. | hope her child comes out OK but my 
hopes are not high. 


1 0 Reply ° Share> 
O Caroline Cary Davidson ~ BraveNewWhirled — M 
7 days ago 
<a> 


apparently you know nothing about Dr Mumper and therefore don't realize that she is 
speaking tongue in cheek. 


0 0 Reply ° Share> 


G Ozzone — P 


7 daysago edited 
kae 


Any doctor that went along with getting little kids "vaccinated", that had a 99.95% recovery rate, 
with a bogus-tested, experimental mRNA modifying spike protein that didn't prevent infection or 
transmission at all, should have his medical license taken away. 


The least that should happen. 


1 0 Reply ° Share> 


someone#  Ozzone — 
7 days ago 

Sure, but it’s not going to happen, of course. Only the doctors with your opinion will lose 
their license in reality. 


0 0 Reply ° Share> 
@ SHENZI — M 
=> 4 days ago 
This makes my blood boil. What they are trying to do is a sin against God and against innocent 
babies. 
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0 0 Reply ° Share» 


Lisa Hawks — P 
5 days ago 


UNFREAKINGBELIEVABLE, GREAT WORK corrupt fda, you are as incompetent as your "leader" 


0 0 Reply ° Share> 


Bill — - 

7 days ago 

| did not know that "safe and effective" vaccines ... are deadly!!!! | guess that means they have an 
excuse for when kids start dying off. Well, | am sorry -- you must have gotten too much of the "safe 
and effective" vaccine! 


0 o Reply ° Share> 
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